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to be its Governor. "Had such a man as
Lord Cornwallis been appointed, I could not
have had a reasonable complaint. I do not
mean a peer, a man of his rank, I mean a
man who resembled him in character." The
Admiral again and again assured him, that
he had tajken an improper prejudice against
Sir Hudson, and that he did not despair of
hearing of them* being on good terms.
Bonaparte said the Governor had informed
him that he could not send a letter to the
Regent open, without its being first read by
him, and that after that the ministers must
read it, before it met the Prince's eyes. The
Prince was the same as the King, and was it
to be believed that the King of England
could not receive a sealed letter? The
Admiral replied that what had been said
respecting not delivering a sealed letter to
the Regent, only referred to his (Bonaparte's)
particular case; that such was the law, and
had it not been so, some of the peers would
have replied to that part of Lord Bathurst*s
speech. He then said: " They all call me a
prisoner of war; as such I have a right to
petition the Prince.'5 "Assuredly," said the